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RT-PCR COVID-19 Test Result 


File No. 60168519620 _ DIMIMIIIINIIN 


ABDOU MAHMOUD AHMED Age/Gender 46 Years - Male 


N 
i METWALY DOB 28-10-1975 

Refered by Telephone 

Branch name Main Branch Passport /ID A29357344 

Register Date 2022-01-07 11:05 Result Date 2022-01-07 20:30 
TEST NAME RESULT UNIT REF.RANGE 
RT-PCR COVID-19 NEGATIVE NEGATIVE 
Comment 
Type of Sample: 


Upper respiratory specimens Nasopharyngeal / Oropharyngeal swab 


Remarks: The method used in this test is real-time PCR using specific 
primers and probes for SARS-CoV-2 (COVID-19). 


Approved By 
Abdel Rahman El Esawy 
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